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Friday - 31 October 1952 


l. Mr. Borden, Executive Director of the staff of the Joint 
Congressional Committee on Atomic Energy, called to state that he 
wished to have some statement in writing as to when the CIA semi- 
annual estimate scheduled for 1 July 1952, but postponed for reasons 


STATINTL 
previously explained to the Committee, might be expected. we has 


requested that I secure a reply on this matter from the Chief, 
and that he would have no objections to our furnishing an appropriate 
answer to Mr. Borden. 


2. Ihave informed Mr. Schroeder, of the staff of the Senate 
noe : STATINTL 
Judiciary Committee, 
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